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ORIGIN SY-07 

INFO OCT-01 ARA-10 ISO-OO /018R 

DRAFTED BY A/SY/FO:VERNE F. ST. MARS:CWH 
APPROVED BY A/SY: VICTOR H. DIKEOS 

099748 

R 021357Z OCT 74 
FM SECSTATE WASHDC 
TO AMEMBASSY QUITO 


LIMITED OFFICIAL USE STATE 216773 

E.O. 11652: N/A 

TAGS: APER, ASEC 

SUBJECT: ARRIVAL RSO HARRISON 

FOR AMBASSADOR FROM DIKEOS 

REF: QUITO 6394 

1. APPRECIATE ADVANCE NOTICE OF POST'S SECURITY REQUIRE- 
MENTS IN LIGHT OAS MEETINGS. 

2. HARRISON SCHEDULED TO COMPLETE SPANISH LANGUAGE 
TRAINING OCT. 11. PLANS ARRIVAL QUITO APPROX. 7:25 A.M., 

OCT. 15, ABOARD BRANIFF FLT. 979. PLS. REQUEST ADMIN. 

SECTION TO MEET, IF POSSIBLE, AND ARRANGE ACCOMMODATIONS. 
INGERSOLL 
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Copy: SINGLE 
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Disposition Authority: CollinPO 
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Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE216773 

Document Source: CORE 

Document Unique ID: 00 

Drafter: VERNE F. ST. MARS:CWH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740278-0428 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 079/aaaacpkf. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: QUITO 6394 
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Review Authority: CollinPO 

Review Comment: n/a 

Review Content Flags: 
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